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Message Text 

UNCLASSIFIED 

PAGE 01 MOSCOW 03906 241242Z 
ACTION EUR- 12 

INFO OCT-01 ISO-OO FEA-01 AID-05 CEA-01 CIAE-00 
DODE-OO EB-08 FPC-01 H-02 INR-07 INT-05 L-03 
NSAE-00 NSC-05 OMB-01 PM-04 USIA-15 OES-06 SP-02 
SS-15 STR-04 TRSE-00 ACDA-10 /108 W 

242239Z 075504/63 

R 241225Z MAR 77 
FM AMEMBASSY MOSCOW 
TO SECSTATE WASHDC 5451 
INFO ERDA WASHDC 
ERDA GERMANTOWN MD 
AMCONSUL LENINGRAD 
USDOC WASHDC 

UNCLAS MOSCOW 3906 

ERDA FOR HILL 

E.O. 11652: N/A 

TAGS: TGEN, ENRG, UR, US 

SUBJECT: REQUEST BY ATOMIC INDUSTRIAL FORUM, INC, FOR INFORMATION 
ON SOVIET NUCLEAR POWER REACTORS 

1 . DURING 23 MARCH MEETING AT SCAE, VASIL'YEV PROVIDED RESPONSE 
TO EARLIER REQUEST FROM ATOMIC INDUSTRIAL FORUM, INCORPORATED 
(AIF), FOR UPDATE ON AIF INFORMATION ON SOVIET NUCLEAR POWER 
REACTORS. SOVIETS CLAIM THIS IS MOST THOROUGH AND UP-TO-DATE 
LIST OF SOVIET OPERATING REACTORS AND OF THOSE FOR WHICH PLANS 
HAVE BEEN FIXED. 

2. BACKGROUND: AIF HAD ASKED EMBASSY TO TRY TO PROCURE THIS 
INFORMATION IN LETTER TO DCM RECEIVED 31 JANUARY. IN 1 FEBRUARY 
MEETING AT SCAE, SCICOUNS HAD REQUESTED INFORMATION ON URGENT 
BASIS, SINCE PUBLICATION DATE FOR AIF REPORT WAS IMMINENT. 

SCAE REPS PROMISED "INFORMATION IN ABOUT TEN DAYS." DESPITE OVER 
A DOZEN FOLLOW-UP CALLS BY EMBASSY SCIENCE OFFICERS, SCAE 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 MOSCOW 03906 241242Z 

PROVIDED INFORMATION ONLY 23 MARCH, AND NOT IN FORM REQUESTED 
BY AIF. SCAE COMPLAINED OF CLEARANCE PROBLEMS. FIRST WITH 
MINPOWER AND THEN "OTHER ORGANIZATIONS." 

3. SCICOUNS HAS SENT SCAE-PROVIDED INFORMATION TO AIF IN 
LETTER OF 24 MARCH. 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 

4. DEPARTMENT IS REQUESTED TO ADVISE MS. MYRA SHAUGHNESSY, 

MEDIA REPRESENTATIVE, AIF, 475 PARK AVENUE SOUTH, NYC 
(212-725-8300), THAT SCAE HAS IUST RESPONDED AND THE INFORMATION 
IS ON ITS WAY TO HER. 

5. AIRGRAM INCORPORATING SOVIET-SUPPLIED INFORMATION WILL BE SENT 
ADDRESSEE POSTS. 

TOON 


UNCLASSIFIED 


NNN 
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